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To: 

Cc: 
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Attachments: 


Nassif, Julianne (DPH) 

Tuesday, June 05, 2012 11:26 AM 

Vallaro, Guy (POL); Connolly, James, Major (POL); Cronin, John (POL) 
Connolly, Grace (DPH); Han, Linda (DPH) 
drug lab staff directory 
staff.directory.pdf 


See attached. 

Julie 

jullai/w/te Nassif 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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